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the Bookservice. 





Space limitations preclude the inclusion here of 
a listing of book reviews published in 1973. This 
list will appear in the January 1974 issue of the 
GAZETTE in the BOOKS section. Remember: our 
Bookservice can order any book that is pub- 
lished in the United States that is currently in 
print, and at a considerable saving to MCA mem- 
bers. Why not take advantage of this service 
today? Also, see special pages in this issue about 








Advance and be recognized 

One night in Vietnam, while checking his perimeter security, a platoon commander found one of 

his men asleep in front of his foxhole with a poncho wrapped around him. Determined to teach the 

Marine a lesson, he walked behind him, wrapped the man’s poncho around his head and began to 

pull him back into the hole. Waking with a start, and obviously embarassed, the sentry remembered 
his security measures. Plummeting backward, he shouted, “‘Halt! Who goes there?” 


Submitted by Capt Frank K. Peterson 
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